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PRESIDENTIAL PARTY 

SUB J : ROMANIAN REQUEST FOR U.S. MILITARY TECHNOLOGY 
AND EQUIPMENT (C) 

1. (C) ON 25 JULY 75, GENERAL-MAIOR (ONE STAR) CONSTANTIN 
CIOROIANU, CHIEF OF THE TECHNICAL PLANNING AND PROCURMENT 
DIRECTORATE UNDER THE DEPUTY MINISTER OF DEFENSE FOR WEAPONS 
AND TECHNICAL SUPPLY, REQUESTED A MEETING WITH THE DATT. 
(GENERAL CIOROIANU HAD EXLRESSED ROMANIAN DESIRE TO PURCHASE, 
OBTAIN LICENSE TO PRODUCE, OR ANY OTHER APPROPRIATE MEANS OF 
OBTAINING ACCESS TO CERTAIN U.S. MILITARY EQUIPMENT, DURING 
GENERAL COMAN'S VISIST TO THE U.S. IN MARCH 75.) 

2. (C) MEETING TOOK PLACE AT FOREIGN LIAISON OFFICE. ALSO 
PRESENT AT THE MEETING WAS GENERAL-MAIOR DUMITRU ANDREESCU, 
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DIRECTOR OF THE MILITARY DESIGN AND RESEARCH INSTITUTE. GEN- 
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ERAL ANDREESCU WAS IN THE U.S. IN MARCH 75 WITH A GROUP OF 
ROMANIAN NATIONAL COUNCIAL FOR SCIENCE AND TECHNOLOGY (NCST) 
REPRESENTATIVES ON A VISIT HOSTED BY NASA. 

3. (C) GEN. CIOROIANU ADVISED THAT ROMANIANS WERE STILL VERY 
INTERESTED IN OBTAINING U.S. MILITARY TECHNOLOGY AND EQUIPMENT 
AND WOULD LIKE TO DISCUSS THE MATTER WITH GENERALWEYLAND DURING 
THE LATTERS VISIT TO ROMANIA IN SEP 75. GENERAL CIOROIANU 
EMPHASIZED THAT THE ITEMS REQUESTED WOULD BE SOLELY FOR 
FOR USE BY ROMANIAN ARMED FORCES. GEN. CIOROIANU PRESENTED AN 
ITEMIZED LIST OF ITEMS, CONSIDERABLY EXPEDING THE ITEMS 
MENTIONED IN MARCH 75. FOLLOWING ARE THE ITEMS REQUESTED: 

A. 40 MM GRENADE LAUNCHER WITH THE GRENDADE. 

B. PASSIVE AIMING DEVICE (; 8&#5 ) FOR THE CARBINE, 

SUBMACHINE GUN, AND MACHINE GUN. 

C. VIEWING DEVICES FOR NIGHT DRIVING. 

D. NIGHT- VIEWING DEVICES FOR TANKS AND APC'S 

E. NIGHT- VIEWING DEVICES FOR TANK AND APC COMMAND 
VEHICLES. 

F. ROCKET AMMUNITION IN CONSUMABLE CASING. 

G. STEREOSCOPIC RANGEFINDER WITH MOVABLE SCALE FOR 
ANTI-AIRCRAFT ARTILLERY. 

H. TELESCOPE WITH A STABILIZED FIELD OF VIEW FOR TANKS. 

I. MODERN 120MM MORTAR UMTH AMMUNITION, INCLUDING 
ILLUMINATION AND SMOKE ROUNDS. 

J. PORTABLE ROCKET LAUNCHER FOR CLOSE RANGE ANTI- 
AIRCRAFT SUPPORT, WITH ROCKETS. 

K. SELF-PROPELLED ROCKT LAUNCHER FOR CLOSE RANGE 
ANTI-AIRCRAFT SUPPORT, LITH ROCKETS. 

M. SHORE-TO-SHIP AND SHIP-TO-SHIP ROCKETS. 

N. MARATIME MINE DREDGER. 

O. ROCKET GUNBOARS. 

P. RADIO DIRECTION FINDER FOR SHIPS. 

Q. RADIO DIRECTION FINDER FOR SHIPS. 

Q. PORTABLE RADAR STATION FOR SEARCHING THE TACTICAL 
BATTLE FILED. 

R. STABILIZER FOR CANNON AND TELESCOPE. 

S. LASER RANGEFINDER. 

T. COMPUTER FOR THE CORRECTION OF CANNON FIRING. 

U. CONSUMABLE CARTIRIDGE CASES FOR ARTILLERY AMMUNITION. 
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V. PLASTIC MATERIALS USED IN THE CONSTRUCTION OF 
MINITION AND ARMANENT CARTRIDGE CASES. 

W. NICKEL-CADMIUM MICRO BATTERIES. 

X. A COMPLETE COMMAND AND CONTROL RADIO DIRECTION FINDING 
DEVICE, SMALL, FOR INSTALLING IN VEHICLES FOR THE 

PURPOSE OF DETERMINING THE LOCATION OF THE VEHICLES 
WHILE MOVING. 
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4. (C) SEPARATE MESSAGE FOLLOWS ON REQUESTS PRESENTED BY GEN. 

ANDREESCU WHICH ARE PRIMARILY SPACE-RELATED ITEMS. 

GDS 31 DEC 81. 
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